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Xeoaoaic information? Snpnng (Snlho) Hydro- NO. OF PAGES 1 
Power Plant 



In «’gui t 1945 there were eight generator* In tha hydro -power plan's sS Supting 
(Suiho) (124- 58, 40** 28), Uuriag: the Soviet oecupa t ion of Mauehuria four of 
those generator® *ere removed to the USSR. Of the four generator® aov at the 
piaiat oca is of Oerrmn s a te s and three of Japanese make,, £?wo of the 30 generators 
sra not in running order, £he other t^o have a combined camel tv of 50*000 Klf 
ano. are operated eight hours daily. 
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